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Date: 04-11-2022 Health Bulletin Time: 6:00 PM 


Bulletin No. 998 (since 15t" March 2020) 


1@) Positive Today: 09 WY Recovered Today: 05 

{RQ _ Death Today: 00 4 Active Cases: 74 

S*“Y Sample Positivity today: 1.63% R%_ Recovery Percentage: 96.00% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 104396 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 100194 §=©(96.00%) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3795 = (3.63%) 
4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 333 (0.32%) 
5. Number of samples found negative for COVID-19 today: 543 
6. Total number of samples sent for COVID-19 testing today: 316 
7. Total number of cumulative samples found negative since 01.01.2022: 1552643 
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Detailed Status of Sample Tested 


Negative Positive 


Negative Positive 


intact Glau om in last 24 |) < waulatve 
Since Goad Since 
01.01.2022 is 01.01.2022 


Almora 4912 4473 2 4 433 
Bageshwar 2161 2056 0 0 105 
Chamoli 3380 3244 2 3 131 
Champawat 1994 1964 1 2 27 
Dehradun 39010 38311 17 210 472 
Haridwar 14103 13816 10 32 245 
Nainital 13512 13398 26 33 55 
Pauri Garhwal 5599 4539 1 21 1038 
Pithoragarh 2764 2600 5 4 155 
Rudraprayag 3062 2919 0 2 141 
Tehri Garhwal 2627 2162 0 8 457 
U.S. Nagar 9345 8984 5 8 348 
Uttarkashi 1927 1728 5 6 188 
Total 104396 100194 74 333 3795 
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COVID-19 Vaccination 


4th November 2022 


* Sessions Held Today: 235 
* Number of Beneficiaries Vaccinated Today: 1380 
* Total Number of Beneficiaries Partially Vaccinated: 9113197 
* = Total Number of Beneficiaries Fully Vaccinated: 8716842 
*% = Total Number of Beneficiaries Given Precaution Dose: 2154334 
Details of Beneficiaries Vaccinated in Uttarakhand 
Citizens Health Care Worker Front Line Worker genoa 
Cumulative 
ee 12-14 12-14 15-17 15-17 s A s et Precaution 1st 
cute is vrs | years tst | | years | ‘etBtse | and bose | _ Dose ee base nts peerless ie ues 
‘st ints Dose eicliose Coverage Coverage | Coverage | Coverage | Coverage | Coverage Coverage aint. Dose 
Dose Dose Coverage | Coverage 9 9 9 9 9 9 Dose 
Almora 21129 15820 29451 24623 384973 359579 6025 6035 9961 9770 95144 0 24 
Bageshwar 10540 9144 14153 13351 186469 173447 2515 2522 2323 2403 63264 1 88 
Chamoli 15250 15195 19751 19737 275409 273067 3988 4025 6494 6641 122362 0 212 
Champawat 11017 10185 13564 13207 185662 175727 2257 2324 7594 7609 47294 1 24 
Dehradun 74412 54060 104635 85044 1585682 | 1499513 37252 36762 30677 31362 433343 17 67 
Haridwar 76648 43870 84260 55320 1525138 | 1475140 17797 17679 48487 48514 360884 15 41 
Nainital 43302 38850 53720 49859 760910 746797 14196 14018 20121 20257 207006 2 15 
Pauri 22905 18164 32771 31196 456703 440440 7927 7955 7109 7211 143108 0 9 
Pithoragarh 16699 12980 23865 21253 329219 320976 4097 4116 8325 8427 75294 10 45 
Rudraprayag 9223 7414 12654 11254 174911 161503 2466 2458 2692 2715 60820 0 0 
Tehri 23949 22603 31391 30802 402498 372665 6254 6320 4932 5059 141880 2 77 
US Nagar 63555 56003 93893 91978 1363855 | 1398394 12510 12643 34819 34120 280479 68 590 
Uttarkashi 13680 11523 18333 17074 237732 229529 3464 3490 5004 5121 123456 6 66 
Total 402309 | 315811 | 532441 | 464698 | 7869161 | 7626777 | 120748 | 120347 | 188538 | 189209 | 2154334 | 122 | 1258 


